THE  THORNEY  RURAT. 


DISTRICT  COlINCTL 


MITUAL  REPORT  OE  THE  MEDICAL  OFFICER  OF  HEALTH 

FOR  THE  ^'^AR  1964 

Mr.  Chairman  and  Gentlemen, 

submit  the  i^nnual  Report  on  tiie  health  of  the 
district  for  the  year  ended  March  31st,  1965. 

JoR.F,  Popplewell  V7as,  of  course,  the  District 
Medical  Officer  for  the  year  under  reviev/,  as  I  did  not  take 
up  the  appointment  until  April  1st,  1965.  I  an  therefore,  not 

comments  on  the  health  of  the  community 
statistics  supplied  hy  the 

Mr.  ..  LittllfiltoS.^^' 


> 


STAFF 

Medical  Officer  of  Health 

Surveyor  and  Public  Health 
Officer 


I  am. 

Your  obedient  Servant, 

JcBo  Stafford 

Medical  Officer  of  Health 

JoRoFo  Popplewell,  MoRoCoS., 
LoRoCoPo,  DoReCoOoGo 
(until  March  31st  1965) 

5, To  Little,  FoFoSo,  MoRoSoKo, 
MoAoPoHoIo 


Area. 

Population. 


Vital  Stati?^ti  r>.q 


0  21 , 796  acres 

2,520 


THORNEY  RURAL  DISTRICT  -  1964 

England  & 
Wales 


Live  births  Males  22  Females  27  Total 

49 

Live  birth  rate  per  1,000  population 

19.4 

18.4 

Illegitimate  Live  births  per  cent  of 
total  live  births 

10.2 

Stillbirths  0  males  0  Females  Total 

o 

o 

Stillbirth  rate  per  1,000  live  and  still¬ 
births 

0.0 

16.3 

Total  live  and  stillbirths 

49 

Infant  deaths  (death  under  1  year) 

0.0 

Infant  mortality  rate: 

Total  (per  1,000  live  births) 

0.0 

20.0 

Legitimate  (per  1,000  legitimate  live  births)  0.0 

Illegitimate  (per  1,000  illegitimate  live 

births)  0.0 

Neona'  al  (first  four  weeks)  mortaility  rate 
per  1,000  live  births  0.0 

Early  Neonatal  (under  1  week)  mortaility 

rate  per  1,000  live  births  0.0 

Perinatal  (Stillbirths  and  deaths  under 
1  week  combined)  m*ortality  rate  per 
1,000  live  and  stillbirths  0.0 

Maternal  deaths  (including  abortion)  0.0 

Maternal  mortality  rate  per  1,000  live 

and  stillbirths  0.0 

15 

5.9 


Deaths.  Males  10  females  5  total 
Death  rate  per  1,000  population 


11  .3 


•  I 

f 

COMMENTS 


Population 


.  estimated  population  f*or  mid— 1964j  uccordincr  to  the 

^50  on  the  previous 


Statistics 


The 

country  as  a 
with  18.4  for 


birth  rate  is  slightly  higher  than  that  of  the 
wnole,  being  19.4  per  1,000  population,  compared 
England  and  Wales. 


It  is  rather  strtling  to  note  that  10.2 
births  were  illegitimate  -  s  percentage  greater 
country  as  a  whole. 


per  cent 
than  that 


of  the 
of  the 


The 

there  "were  no 
year  of  age. 
was  20.0. 


most  satisfactory  point  of  our  statistics  is  that 
stillbirths  and  no  deaths  in  infants  under  one 
The  infant  mortality  rate  for  England  and  Wales 


also  hiahivWsfrW  'til®  population  Is 

as  a  whfle^  satisfactory,  bein;i  ha;f  that  of  England  and  Wales 

Infectious  Diseases 


Under  1 

1  year 

2  years 

3  years 

4  years 
5-9  years  . 
10-14  years 


31  cases  of  Measles ;- 
^ear . , 


Male  Female 


during  the  year. 
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0  9 

9  9 

9  0 

.0  3 

3 

o  O 

O  O 

9  O 

9  9 

9  O 

9  O 

2 

2 

9  O 

O  0 

9  9 

0  9 

9  O 

9  & 

.  .  10 

3 

o  O 

9  9 

9  c 

9  C 

9  C 

0  9 

o  c  "i 

Dysentery 

r 

in  a  ma^-e 

of  under 

22 

1  year  was 

9 

notified 

Laboratory  Facilities 
Ambulance  Service 
Nursing  in  the  Home 


■spection  and  Supervision  of  Food 
Clinics 

Immunisation  and  Vaccinat ion 


The  facilities  of  all  the  above 
as  in  previous  years. 


services  are  the  same 
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TO  THE  MEDICAL  OFFICER  OP  HEALTH 


Council  OfficsG, 

THORNEY 

Peterborough 
J  une ,  1 965 


Sir, 

I  ^ave  the  honour  to  present  my  1 Oth  Annual  Report  in 
respect  of  the  year  ended  31st  March,  I965,  as  follov/s;- 

NUISANCES 

21  Nuisances  were  investigated  as  follows;- 


Premises  (disrepair) 
Sanitary  Accommodation 
Drainage 
Offensive  accumulations 


0  •  c 

#  o  e 

•  o  • 


o  c  o 

•  o  c 

o  o  e 

•  «  e 


9 

2 

8 

2 


Number  ot  Nuisances  abated  as  a  result 
of  informal  action.  ...  ...  21 

Number  of  Nuisances  abated  as  a  result 
of  statutory  action,  ...  ...  nil 


FACTORIES  &  WORKSHOPS  (see  also  Appendix  T) 

Number  of  factories  with  mechanical  pov/er 
Number  of  factories  without  mechanical  power 
Number  of  inspections  ...  ...  ...  ...  _ 

REFUSE  COLLE CT I ON 


6 

1 

10 


C®ll®ction  of  household  refuse  is  carried  out  under  nrivate 
contract.  Tipping  is  carried  out  by  arrangement  at  the  Peterborough 
Corporation  controlled  tip  outside  the  district.  No  complaints  have 
been  received  during  the  year. 


PETROLEUM  ACTS.  1928  <^c„ 

1  new  licence  was  issued  during  the  year. 

43,  current  annual  licences  are  nov/  in  force  in 

respect  of  the  bulh  storage  of  petroleum  mixtures 
at  43  premises,  an  increase  of  1  over  last  year. 
19  inspections  v;ere  carried  out  during  the  year, 

MORTUARY 

The  Mortuary  v/as  not  used  during  the  year. 
improvement  GRANTS 


Applications  were 
in  respect  of  14  properties 


received  for  Standard  Improvement  Grants 
and  grants  were  awarded  in  each  case. 


Grantspaid  during  the  year  totalled  £2,102 
the  following  amenities  provided:- 


in  respect  of 


Baths  14,  i¥sph  Basins  14,  Hot  vVater  supnly  14.  W  C  's  14 
andfood  stores  7. 


CARAVANS 


Under  the  terms  of  the  Caravan  Sites  and  Control  of 
Development  Act,  1960,  inspections  were  made  of  all  existing  sites. 
Three  sites  for  single  caravans  are  noYi  licenced  under  the  Act,  prior 
planning  approval  having  been  received.  There  are  no  multiple  sites 
in  the  area  of  this  Authority. 


WATER  SUPPLY 

Bulk  water  consumption  for  the  district  was  27,426,900 
gallons  or  75,972  gallons  per  day  e:,LUivalent  to  32  gallons  per 
head  per  day  in  respect  of  the  population  served. 


On  chemical  analysis,  a  sample  of  v;ater  taken  in  December, 
1964,  was  shown  to  contain  per  million  parts 


Total  solids  dried  at  180  deg.  C 
Suspended  matter 
Cholorides  as  Chlorine 
Oxidised  Nitrogen  as  Nitrate 
Oxidises  Nitrogen  as  Nitrate 
Ammoniacal  Nitrogen 
Albuminoid  Nitrogen 
Temporary  Hardness 
Permanent  hardness 

Oxygen  absorbed  in  4  hrs  at  27  deg.  P. 

from  N/80  KMn04 
pH  value 
Appearance 
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•  0  •  « 
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Odour 

Taste  and  Colour 
Hea /y  Metals 
Pr  e  Chlorine 

No.  of  colonies  developing  per  ml.  on  agar 
at  21  degrees  C  in  72  hrs. 


No.  of  colonies 
at  37  degrees 


developing  per  ml. 
C  in  24  hrs 


on  agar 

•  000 


No.  of  colonies 
at  37  degrees 


developing  per  ml. 
C  in  48  hrs 


on  agar 


•  000 


Paecal  coli  count  per  100  mis  at  44  degrees 
C  in  48  hrs. 

Bacillus  Coli  (presumptive)  absent  in 


472c 00 

Absent 
31  .95 
0.86 
0.00 
0.112 
0.008 
240 . 00 
122.00 

0.02 

7.2 

Clear  and 
bright 
Normal 
Normal 
Absent 
0.12 


2 


0 

2 


0 

100  mis. 


Observations 


This  sample  of  water  falls  into  Class  1  (excellent)  of  the 
Ministry  of  Health’s  classification  of  piped  water  supplies 
and  is  also  of  suitable  chemical  quality  for  human  consumption, 
domestic  use  and  dairy  purposes. 


Bacteriological  examination 

Eight  samples  of  water  v-ere  submitted  for  bacteriological 
examination  with  results  as  follows 

6 

2 

nil 


Highly  satisfactoiy 

Satisfactory 

Unsatisfactory 
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WATER  SUPPLY  (continued) 

Works 

No,  of  new  connections  provided:— 


Domestic  69 

Metered  ■] 

Air-valves  repaired  1 

New  sluice  valves  fixed  2 

Sluice  valves  repaired  3 

New  fire  hydrants  fixed  3 

Fire  hydrants  repaired  9 

Consuraeir  meters  repaired  12 

Existing  services  repaired  or 

renewed  8 

Stop-cocks  repaired  or  renewed  6 

Burst  mains  repaired  18 

Marker  posts  replaced  1 


168,  yards  of  new  main  has  been  laid. 

3  informal  notices  have  been  served  re  waste  of  water, 

DRAINAGE  AND  SE/^ERAGE 

Ministry  approval  in  principle  has  been  received  in  respect 
of  a  scheme  for  the  replacement  of  the  existing  sewage  works  and 
work  is  proceeding  on  the  design  of  this  plant.  Negotiations  have 
also  commenced  for  the  acquisition  of  an  appropriate  parcel  of 
land.  The  Consulting  Engineers  have  also  been  asked  to  report  on 
the  existing  pumping  installations  which  have  long  been  out-dated 
and  have  given  increasing  trouble  this  year. 

DISINFESTATION 

No  call  vvas  made  on  this  service  during  the  year, 

FOOD  PREMISES 

food  premises  have  been  inspected  during  the  year, 
COUNCIL  HOUSING 

T^/i/elve  houses  and  I6  bungalov/s  have  been  erected  durin^^ 
the  year,  bringing  the  total  number  of  Council  properties  to 
32,  All  land  owned  b^'  the  Council  has  now  been  developed  and 
any  further  housing  programme  would  first  entail  the  acquisition 
of  more  land. 


\Mth  the  exception  of  2  properties,  all  pre-v/ar  houses  have 
nov  been  improved  and  provided  -with  modern  amenities.  An  improvement 
scheme  in  respect  of  the  2  remaining  properties  will  commence  in 
May  1 965 


Repairs  were  carried  out  in  175  premises  b;;.'  direct  labour 
during  the  year. 

HOUSING  -  GENERAL 

New  houses  completed  during  the  year  were  as  follows :- 

Private  Ul 
Council  28 
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BUILDING  BYELAWS 


Sixty-two  sets  of  plans  were  deposited  in  respect  of  71 
new  buildings  and/or  works.  Two-hundred-and-eight  visits  and 
inspections  were  made. 

SUMI^-^ARY  OF  VISITS  &  INSPECTIONS  MADE 


Nuisances 

27 

i'Vater  Supply 

189 

Factories  &  Workshops 

10 

Foodshops 

28 

Canteens 

3 

Mobile  Vane 

7 

Drainage  &  Sewerage 

81 

Drainage  (new  work) 

53 

Caravans 

1 

Refuse  Collection 

2 

Sewage  Yiforks 

40 

Sewage  Pumping  Stations 

31 

Street  Numbering 

18 

Road  Safety 

1 

Rodent  Control 

29 

Inprovonent  Grants 

47 

Commi-ctees  &c. 

23 

New  Buildings 

112 

Planning 

26 

Council  Houses 

105 

Miecellaneous 

21 

Petroleum  Acts 

19 

NUMBER  OP  INTERVIETA^S 

Office 

242 

At  private  residence 

51 

CONCLUSION 

In  conclusion,  I  wish  to  convey  my  thanks  for  the  co¬ 
operation  which  I  have  received  during  the  year  from  the  members  of 
the  Council  and  staff  in  all  the  above  work. 


EcTo  LITTLE 
Surveyor  and  Public  Health 
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APPENDIX  I 
Factories  Act.  1961 


PREMISES 

r"  ■  " 

No  •  on 
Register 

- - - - 

No .  of 
Inspections 

Yyritten 

Notices 

! 

Occupiers  ! 
Prosecuted  I 

Factories  in  which 
Sections  -1,2,3,^}-,  &  6 
are  to  be  enforced  by 
Local  Authorities. 

1 

1 

— 

- 

Factories  in 
which  Section  7 
is  enforced. 

6 

8 

- 

) 

_ 

Other  Premises 

- 

— 

I 

7 

10 

- 

NOo  OF  CASES  IN  V;;TTICH  DEFECTS  WERE  FOUIID 


i 

Particulars 

Found 

1 

i 

Remedied 

i 

Referred  to 
HoMo  Inspector 

By  H.Mc 
Inspector 

r"'  '  ! 

j  Prose cu-  j 
tions . 

Want  of 
Cleanliness 

- 

— 

— 

— 

— 

Over  Crowding 

— 

- 

- 

- 

- 

Unreasonable 

Temperature 

— 

— 

- 

- 

' 

Inadequate 

Ventilation 

- 

- 

— 

— 

Ineffective 
Floor  Drainage 

— 

— 

— 

— 

Sanitary 

Conveniences 

(a)  Insuf¬ 
ficient 

(b)  Unsuit¬ 
able 

(c)  Not  sep¬ 
arate  for 
sexes 

— 

- 

— 

— 

i 

1 

I 

j 

Other 

Offences 

- 

- 

- 

— 

1 

t 

1 
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